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ACTION EB-03 

INFO OCT-01 SS-14 ISO-OO EUR-08 PM-01 INR-05 CIAE-00 NSC-05 

NSCE-00 L-01 SP-02 DODE-OO /040 W 

028997 

R 091844Z SEP 75 
FM AMEMBASSY BONN 
TO CINC USAEUR HEIDELBERG 
INFO CINC EUR VAIHINGEN 
CINC USAFE RAMSTEIN 
CUSMLM BERLIN 
SECSTATE WASHDC 2729 
AMEMBASSY BERLIN 
USMISSION USBERLIN 

SEC RET BONN 14713 

LIMDIS 


E.O. 11652: XGDS-2 

TAGS: MILI, GW, US, GW, PINR 

SUBJECT: LORAN GRID CALIBRATION PROJECT 

REF: CINCUSAREUR 080803Z SEP 75 (NOTAL) 

1. EMBASSY BONN WOULD APPRECIATE RECEIVING ADDITIONAL 
INFORMATION ABOUT THE LORAN GRID CALIBRATION PROJECT 
REFERRED TO IN REFTEL; E.G.:A. WHAT IS THE PURPOSE 
OF THE PROJECT; B. WHAT ALTERNATIVE METHODS (IF ANY) 

DO WE HAVE TO OBTAIN THE NECESSARY INFORMATION; 

C. DOES THE PROPOSED INVOLVEMENT OF THE USMLM 
PROVIDE FOR A SIGNIFICANT DEPARTURE FROM THAT 
MISSION'S PREVIOUS ACTIVITIES; D. WHAT SOVIET/ 

EAST GERMAN REACTION CAN BE EXPECTED IF THE USMLM'S 
ACTIVITIES ARE DETECTED; E. ARE THE ANTICIPATED 
RESULTS OF THE PROJECT SUFFICIENTLY IMPORTANT TO 
JUSTIFY RUNNING THE RISK OF SUCH A SOVIET/EAST GERMAN 
REACTION? 
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2. CONSIDERING THE POTENTIALLY SENSITIVE NATURE OF THE 
SUBJECT, EMBASSY BELIEVES THAT THE CONSIDERED VIEWS OF 
EMBASSY BERLIN, THE US MISSION BERLIN, AND THE 
DEPARTMENT OF STATE AS WELL AS OF THIS EMBASSY SHOULD 
BE SOLICITED. THE EMBASSY SUGGESTS THAT REFTEL AND 
SUBSEQUENT MESSAGES ON THIS SUBJECT BE REPEATED TO 
THOSE ADDRESSEES. 

3. UNTIL ALL ADDRESSEES INCLUDING THIS EMBASSY HAVE 
HAD THE CHANCE TO CONSIDER THE ADDITIONAL INFORMATION 
REQUESTED ABOVE, EMBASSY BONN ASKS THAT NO FURTHER 
ACTION BE TAKEN TO IMPLEMENT THE PROJECT. 

HILLENBRAND 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: LORAN GRID CALIBRATION PROJECT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 SEP 1975 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BONN14713 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: X2 

Errors: N/A 

Film Number: D75031 2-0255 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750968/aaaachqv.tel 

Line Count: 74 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 
Original Classification: SECRET 
Original Handling Restrictions: LIMDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: SECRET 
Previous Handling Restrictions: LIMDIS 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUN 2003 by ifshinsr>; APPROVED <04 JUN 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: LORAN GRID CALIBRATION PROJECT 
TAGS: MILL PINR, US, GE, UR, GC 
To: n/a 
Type: TE 
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